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FOR EVERY KIND OF METAL 
WORK OF BEAUTY 
AND UTILITY 


EARLY three-quarters of a century 

ago, the founders of this business 

established in this country a wholly new 
standard of artistry in metal work. 


Three generations of Fiske craftsmen have 
been guided and inspired by the standards 
of their founder, and those standards have 
not only been sustained but enhanced. To- 
day,the J. W. Fiske lron Works produces prac- 
tically everything that can be made in iron or 
bronze, but always that name “Fiske” will 
connote something beautiful and artistic as 
well as something made as well, as finely 
and as conscientiously as human hands and 
modern machinery can achieve. 


SPECIAL DESIGNS TO ORDER 


We are always ready to make such alterations in 
the design of our lamps and brackets as may be 
considered necessary to make them conform to 
architectural schemes. We execute architects’ de- 
signs or, on request, will submit designs or sugges- 
tions to accord with plans or ideas of customers. 
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ORNAMENTAL IRON WORK 
80 Park Place ~ New York 
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No. 98 F 


ORNAMENTAL LAMP AND BRACKET 
Back Plate 634 inches by 18% inches j 
Lamp 58 inches high; width 28 inches, including points 
24 inches projection to center of Lamp 
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No. 99 F 


ORNAMENTAL IRON LAMP AND BRACKET 
Top Back Plate 734 inches by 13 inches; Bottom Back Plate 734 inches by 1734 inches 
Lamp 81 inches high; width 25 inches, includinig points 
24 inches projection to center of Lamp 
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No. 100 F 


ORNAMENTAL IRON LAMP AND BRACKET 
23 inches projection to center of Lamp 
Lamp 39 inches high; width 27 inches, including points 
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No. 101 F 


CAST IRON LAMP AND BRACKET 
Back Plate 334 inches by 26 inches 
18 inches projection to center of Lamp 
Lamp 47 inches high; width 24 inches, including points 
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No. 102 F 


CAST IRON LAMP AND BRACKET 
Back Plate 334 inches by 26 inches 
Lamp 32 inches high; width 19 inches; 
18 inches projection to center of Lamp 


7 





No. 103 F 


CAST IRON LAMP AND BRACKET 
Back Plate 334 inches by 26 inches 
Lamp 37 inches high; width 23 inches; 
18 inches projection to center of Lamp 
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No. 104 F 


CAST IRON LAMP AND BRACKET 
Back Plate 334 inches by 26 inches 
Lamp 42 inches high; width 19 inches, including points; 
18 inches projection to center of Lamp 
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No. 105 F 


IRON LAMP AND BRACKET 
Back Plate 334 inches by 26 inches 
Lamp 32 inches high; width 17 inches; 
18 inches projection to center of Lamp 
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No. 106 F 


CAST IRON LAMP AND BRACKET 
Back Plate 15 inches by 15 inches 
Lamp 112 inches high; width 18% inches; 
22 inches projection to center of Lamp 
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No. 107 F 


CAST IRON LAMP 
AND BRACKET 


Back Plate 334 inches by 26 inches 
Lamp 56 inches high; 
width 29 inches, including points; 
18 inches projection to center 
Ore wana 
Different design points can be 
furnished if desired 
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No. 108 F 


WROUGHT IRON LAMP AND BRACKET 
Back Plate (cast iron) 9 inches by 33 inches 
Lamp 32 inches high; width 15 inches; 

22 inches projection to center of Lamp 
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No. 109 F 


ORNAMENTAL IRON LAMP AND BRACKET 
Back Plate 434 inches by 32 inches 
Lamp 30 inches high; width 19 inches, including points; 
29 inches projection to center of Lamp 
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No. 110 F 
CLUSTER LAMP BRACKET 


Arranged for Three Electric Balls 
Back Plate 4% inches by 15 inches; 
10 inches projection to center of Standard 
Standard 46 inches high to bottom of center Electric Ball 
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Nowe 
LAMP BRACKET 
Arranged for One Electric Ball 
Back Plate 414 inches by 15 inches; 


10 inches projection to center of Standard 


Standard 42 inches high to bottom of Electric Ball 
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No. 112 F 
ORNAMENTAL IRON LAMP BRACKET 


Arranged for One Electric Ball 
Back Plate 14% inches octagon; 
12 inches projection to center of Standard 
Standard 42 inches high to bottom of Electric Ball 
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No. 113 F 


CLUSTER LAMP BRACKET 


Arranged for Three Electric Balls 
Back Plate 14% inches octagon; 
12 inches projection to center of Standard 
Standard 42 inches high to bottom of center Electric Ball 
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No. 114 F 


ORNAMENTAL IRON LAMP BRACKET 
Arranged for One Electric Ball 
Back Plate 9 inches by 16 inches; 
9 inches projection to center of Standard 
Standard 32 inches high to bottom of Electric Ball 
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No. 115 F 
LAMP BRACKET 


Arranged for one Electric Ball 
Back Plate 9 inches by 12 inches; 


8 inches projection to center of 
Electric Ball 


16 inches high to bottom of Electric Ball 





No. 116 F 
LAMP BRACKET 


Arranged for one Electric Ball 
Back Plate 7 inches by 10% inches; 
8 inch projection to center of Standard. 


Standard 37 inches high to bottom of 
Electric Ball 
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CAST IRON LAMP BRACKET 
Arranged for one Electric Ball 
Back Plate 5% inches by 1134 inches; 
91% inches projection to center of Standard 
Standard 18% inches high to bottom of 
Electric Ball 





No. 118 F 


CAST IRON LAMP BRACKET 
Arranged for one Electric Ball 
Back Plate 7 inches square; 

91% inches projection to center of Standard 
Standard 24 inches high to bottom of 
Electric Ball 
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No. 119 F 
CAST IRON CLUSTER LAMP BRACKET 
Arranged for four Electric Balls 
Back Plate 12 inches by 31 inches; 


23 inches projection to center of lower Electric Ball 
Standard 38 inches high to bottom of center Electric Ball 
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No. 120 F 
CAST IRON LAMP BRACKET 


Arranged for one Electric Ball 
Back Plate 11 inches diameter; 


2414 inches projection to center of 
Electric Ball 
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Nom E2255 
CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 


; Back Plate 7 inches by 12 
inches; 9% inches projection to 
center of Electric Ball 
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CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 
_ Back Plate 6 inches by 10 
inches; 8% inches projection to 
center of Electric Ball 
Standard 16 inches high to 
bottom of Electric Ball 
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No. 121 F 
CAST IRON LAMP BRACKET 


Arranged for one Electric Ball 
Back Plate 16 inches by 22 
inches; 1344 inehes projection to 
center of Electric Ball 


Standard 33 inches high to 
bottom cf Electric Ball 





No. 123 F 


sa 





i. 'W. FISKE IRON WORKS, 78 AND 80 PARK PLACE, NEW YORK 


TOCHIELCIIEECTPET CUTE ETTE UTE EV EnT PEE UT Pe eo) oe P62 2 22 202222222 





No. 125 F 


CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 
Back Plate 12 inches by 31 inches; 
11 inches projection to center of Electric Ball; 
38 inches high to bottom of Electric Ball 
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No. 126 F 
CAST IRON LAMP BRACKET 
Arranged for One Electric Ball 
Back Plate 6%4 inches diameter; 
9 inches projection to center of Electric Ball 
Standard 18 inches high to bottom of Electric Ball 





No. 127 F 
CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 
Back Plate 6 inches by 21 inches; 
14 inches projection to center of Electric Ball 
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No. 128 F 
CAST IRON LAMP BRACKET 
Arranged for Three Electric Balls 
Back Plate 12 inches by 5 inches; 
12 inches projection to center of Electric Balls 
Standard 31 inches high to bottom of center Electric Ball 





No. 129 F 
IRON LAMP BRACKET 
Arranged for One Electric Ball 
Back Plate 6% inches square; 
7 inches projection to center of Electric Ball 
Standard 13 inches high to bottom of Electric Ball 
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No. 130 F 
CAST IRON CLUSTER LAMP BRACKET 


Arranged for Two Electric Balls 
Back Plate 10 inches by 12 inches 
11 inches projection to center of Electric Balls 


No. 131 F 
CAST IRON LAMP BRACKET 


Arranged for one Electric Ball 
Back Plate 8% inches diameter 


8 inches projection to center of 
Electric Ball 


Standard 28 inches high to bottom of 
Electric Ball 
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No. 152 F 
CAST IRON LAMP BRACKET 


Arranged for one Electric Ball 
Two Sizes 
No. 1 Back Plate 11% inches by 
17 inches; 13 inches projection to 
center of Electric Ball 
No. 2 Back Plate 6 inches by 12 
inches; 10 inches projection to 
center of Electric Ball 








No. 318 F 
CAST IRON LAMP BRACKET 
Scale 11%4 inches = 1 foot 
Extreme projection, 1 foot 6 inches; wall plate octagonal, 14 inches short diameter 
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No. 157 F 
IRON LAMP BRACKET 


Arranged for One Electric Ball 
Back Plate 64 inches by 18 inches; 50 inches projection to center of Electric Ball 
(Any size made to order) 





No. 158 F 
CAST IRON LAMP BRACKET 


) ; Arranged for One Electric Ball 
ss Two Sizes 
No. 1. Back Plate 3 inches by 15 inches: 24 inches projection to center of Electric Ball 
No. 2. Back Plate 3 inches by 12 inches; 17 inches projection to center of Electric Ball 
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Back Plate 
of Bracket No. 154 F. 


No. 154 F 


CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 
Back Plate 12 inches by 13% inches; 
13 inches projection to center of Electric Ball 
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CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 
Back Plate 9 inches diameter; _ 
12 inches projection to center of Electric Ball 
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No. 159 F 
CAST IRON LAMP BRACKET 
Arranged for One Electric Ball 
Back Plate 6% inches by 5 inches 


12 inches projection to center of 
Electric Ball 





No. 160 F 
CAST IRON LAMP BRACKET 
Back Plate 8 inches by 14 inches 


14 inches projection to center of 
Electric Ball 





No. 161 F No. 162 F 
CAST IRON LAMP BRACKET CAST IRON LAMP BRACKET 


Back Plate 7 inches diameter 


Back Plate 7 inches diameter 
15 inches projection to center of 


15 inches projection to center of 
Electric Ball 


Electric Ball 


DULL ULC CO HLA TT 


vata ee ncaa ania cnmenroanineeaetadenaanmmemmemmmmmemse mame 
Je 


STUART TITTY CUTUUTCCCATTECC AEE EGET Ecce 


THUR 


LT 


. aust : 25 Hs commen scopeeep enn ae sn me una | AAAS 


SECC UE Eee 


CUCU EU OOOO ee eee 





CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 
Back Plate 12 inches by 5 inches; 
12 inches projection to center of 
Electric Ball 
Standard 31 inches high to bottom of 
Electric Ball 





No. 163 
CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 
Top Back Plate 91% inches by 13 inches 
Bottom Back Plate 
7% inches by 10% inches 
11% inches projection to center of 
Electric Ball 
45 inches high to bottom of Electric Ball - 


No. 164 F 
CAST IRON LAMP BRACKET 
Back Plate 4 inches by 27% inches 
11 inches projection to center of 
Electric Ball 
A Gothic Lamp can be placed on bracket, 
if desired. 
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No. 310 F 
CAST IRON BRACKET 


Wall Plate, 934 inches x 7% inches 
Extreme projection, 934 inches; 








No. 311 F 


CAST IRON LAMP AND BRACKET 


Wall Plate, rectangular, 10% inches x 1 foot 7 inches 
Extreme projection, 1 foot 1% inches 
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No. 217 F 


CAST IRON BRACKET No. 215 F 
Back Plate 16 inches x 9 inches, or CAST IRON LAMP BRACKET 


15 inches x 8 inches Back Plate 23 inches x 7% inches; 
14 inches projection to center of 17 inches projection to center of 
Electric Ball; scale 1%4 inches Electric Ball; scale 1 inch 
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CAST IRON LAMP AND BRACKET 


Arranged for one Electric Ball 
Back Plate 334 inches by 26 inches 
18 inches projection to center of 
Electric Ball 
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Back Plate for 
No. 149 F Bracket 





No. 149 F 
CAST IRON LAMP BRACKET 
Arranged for One Electric Ball 


Back Plate 11% inches by 17 inches; 
20 inches projection to center of Electric Ball 








No. 150 F 
CAST IRON LAMP BRACKET 


Arranged for One Electric Ball 
Back Plate 7 inches diameter; 
15 inches projection to center of Electric Ball 
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No. 133 F 
IRON LAMP AND BRACKET 
Back Plate 734 inches square; © 
8 inches projection to center of Lamp 
Lamp 26 inches high; width 8 inches 
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No. 140 F 


IRON LAMP AND 
BRACKET 
Back Plate 6 inches 
by 6 inches 
81% inches projection 
to center of Lamp 


Lamp 20 inches high; 
width 13 inches 
diameter top 
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No. 142 F 
IRON LAMP AND BRACKET 


Back Plate 7%4 inches diameter 
Bracket 1014 inches projection to center of Lamp 
Lamp 29 inches high; width 11% inches 





No. 144 F 
ELECTRIC BALL WITH HOLDER 
£ Ser ee with 3 inch socket 
inch holder with 3 inch socket 
No. 143 F 8 inch Electric Ball 
CAST IRON LAMP / 3 inch Electric Ball 
; Baty inch Electric Ball 
Aye 23 inches high; 14 inch Electric Ball 
ce 12 inches, including points 16 inch Electric Ball 
his Spe te ae with Larger Balls furnished if desired 
. racket Prices on application 
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No. 145 F 


IRON LAMP AND BRACKET 
11 inches projection to center 
of Lamp 
Lamp, including bracket, 

48 inches high; width 19 inches 


A smaller Lamp also made 








No, 316 F 


CAST IRON LAMP 
AND BRACKET 


Back Plate 49%4 inches by 4 inches 


Projection 14% inches to center 
of Lamp 


Lantern base 19 inches x 19 inches 
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No. 147 F 
IRON LAMP AND BRACKET 


Back Plate 4 inches by 10 inches 
8 inches projection to center 
of Lamp 


Lamp 22 inches high; 
width 12 inches 


When this lamp is lighted by elec- 
tricity there is a slight modification 


in the hanger of the lamp. 





No. 148 F 
IRON LAMP AND BRACKET 


Back Plate 2% inches x12 inches 


9 inches projection to center 
of Lamp 


Lamp 22 inches high; 
width 9 inches square 


When this lamp is lighted by elec- 
tricity there is a slight modification 


in the hanger of the lamp. 
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No. 7484 
IRON LANTERN 


Length 36 inches 
Lantern 11 inches high 
Base 5 inches square 





No. 3037 


IRON LAMP AND BRACKET 
Back Plate 434 inches square 
7 inches projection to center of Lamp 
Diameter of top 12 inches hexagon 
Height 20 inches 
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No. 139 F 
IRON LAMP AND BRACKET 


Back Plate 7 inches hexagon; 
19 inches projection to center of Lamp 
Lamp 18 inches high; width 12 inches; 6 sided 








No. 6251 No. 3041 
IRON LAMP AND BRACKET IRON LAMP AND BRACKET 
5% inches projection to center of Lamp 7’ inches projection to center of Lamp 


Base of lantern 5 inches square Base of lantern 5 inches square 
Height 11% inches Height 13 inches 
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No. 7468 No. 3038 
IRON LAMP AND BRACKET IRON LAMP AND BRACKET 


7 inches projection to center of Lamp 7% inches projection to center of Lamp 
Diameter of cylinder 8 inches Diameter of top 11% inches 
Height 16% inches Height 14 inches 
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IRON LAMP BRACKET 


Height 13 inches 
6 inches wide at base 





No. 5249 


IRON LAMP AND BRACKET 


8 inches projection to center of Lamp 
Diameter of cylinder 9% inches 
Height 21 inches 
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No. 7489 No. 6242 


IRON LANTERN IRON LANTERN 


Length 36 inches 
Lantern 15 inches high to top ‘hook 
Diameter of cylinder 7 inches Lantern 10 inches high; 5 inches square 


Length 36 inches 





CAST IRON LANTERN 


Length 36 inches No. 7131 
Lantern 10 inches high IRON LANTERN 
Cylinder 4 inches diameter Length 36 inches 


Lantern 10 inches high 
Diameter 6 inches 
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No. 166 F 


CAST IRON LAMP AND BRACKET 


Back Plate 9 inches by 33 inches 
Lamp 30 inches high 


; width 13% inches; 
12 inches projection to center of Lamp 
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No. 167 F 
CAST IRON LAMP AND BRACKET 


Back Plate 8% inches by 12 inches ; ; 
Bracket 15 inches projection to center of Lamp; lamp 30 inches; width 13% inches 
Bracket can also be arranged with holder for electric ball in place of Lamp 


No. 168 F 
CAST IRON LAMP AND BRACKET 


Back Plate 7 inches in diameter 


Bracket 13 inches projection to center 
of Lamp 


Lamp 23 inches high; width 12 inches 
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No. 169 F 
IRON LAMP AND BRACKET 


Back Plate 714 inches square 


Bracket 15 inches projection to center 
of Lamp 


Lamp 28 inches high; width 17 inches 


No. 170 F 
IRON LAMP AND BRACKET 


Back Plate 6 inches diameter 


Bracket 7% inches projection to center 
of Lamp 


Plain glass, not bevelled 
Lamp 16 inches high; width 10 inches 
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No. 172 F 


CAST IRON LAMP AND BRACKET 


Back Plate 7 inches by 14 inches 


Bracket 14 inches projection to center 
of Lamp 


Lamp 28 inches high; 
width 16 inches, including points 
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No. 171 F 


WROUGHT IRON LAMP WITH 
CAST BRACKET 


Back Plate 19 inches x 10% inches; 


Bracket 12 inches projection to center 
of Lamp 


Lamp 29 inches high; 
width 14 inches, including points 
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IRON LAMP AND BRACKET 
Back Plate 19 inches x 10% inches; 
14 inches projection to center of Lamp; 
height over all 52 inches; 
scale L inch 


No. 219 F 


IRON LAMP AND 
BRACKET 


Back Plate 3 inches wide; 
1134 inches projection to 
center of Lamp 
Height over all 25% inches; 
scale 1% inches 
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No. 300 F 


OCTAGONAL LANTERN 
Diameter of body, 10 inches 
Wall Plate, round, 8 inches diameter 





No. 218 F 


CAST IRON LAMP AND BRACKET 
Back Plate 8% inches by 12 inches; 
Bracket 15 inches projection to center 

of Lamp 
Lamp 30 inches high over all 
width 13% inches 
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No. 301 F 


CAST IRON LAMP AND BRACKET 


5 teet 034 inches high over all 
Body, octagonal, 1 foot 4 inches mean 
diameter 
Extreme projection, 2 feet 2 inches 
Wall Plate, round, 15 inches diameter 





No. 302 F 


CAST IRON LAMP AND BRACKET 


Height, 2 feet 8 inches over all 
Body octagonal, mean diameter, 
10% inches 
Wall Plate, round, 10% inches diameter 
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No. 174 F 
IRON LAMP AND BRACKET 


Back Plate 8 inches diameter; 
8 inches projection to center of Lamp 
Lamp 21 inches high; width 10 inches 
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IRON LAMP AND BRACKET 
Back Plate 7% inches by 7% inches; 


15 inches projection to center of Lamp 
Lamp 32 inches high; width 16 inches across points 
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No. 305 F 


CAST IRON LAMP 
AND BRACKET 


Extreme projection, 2 feet 1 inch 
Over all height, 3 feet 9 inches 
Wall Plate, 10% inches diameter 
30dy octagonal, 1 foot 10% inches 
diameter 


No. 153 F 


CAST IRON LAMP AND 
BRACKET 


Back Plate 4% inches diameter; 
11 inches projection to center 
of Lamp 
Lamp 17% inches high; 
width 12 inches 
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No. 303 F 


CAST IRON LAMP 
AND BRACKET 
Height 3 feet 9 inches 
10% inches projection 
Back Plate 7 inches by 15 inches 





No. 304 F 


CAST IRON 
LAMP AND 
BRACKET 
Extreme projection, 
3 feet 0 inches 
Scale, 1 inch equals 
1 foot 
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No. 211 F 
ORNAMENTAL LAMP AND BRACKET 
Back Plate 97% inches by 145% inches 
Lamp 52 inches high, including bracket; width 20 inches; 
18 inch projection to center of Lamp; scale 1% inches 
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No. 214 F 


IRON LAMP 
AND BRACKET 


Back Plate 8% inches 
square; 1334 inches pro- 
jection to center of lamp 
Height over all 20 in.; 
scale 1% inches 


No. 212 F 


IRON LAMP 
AND BRACKET 
Back Plate 75% inches 
square 
16 inches projection to 
center of Lamp 
Height over all 43% 


inches; scale 144 inches 


No. 212 F 





No. 213 F 


IRON LAMP AND BRACKET 


Back Plate 334 inches x 15 inches; 
12 inches projection to center of Lamp 
_ Height over all 22 inches; scale 1%4 inches 
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No. 306 F 


CAST IRON LAMP AND BRACKET 


1 foot 6 inches high; body 7 inches square 
Extreme projection 1 foot 9 inches 








No. 307 F 


CAST IRON LAMP AND BRACKET 
Projection to center of Lantern 12 inches 
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No. 180 F 
CAST IRON HANGING LAMP 


Two Sizes 


No. 1 Lamp 31 inches high; 
19 inches wide 


No. 2. 24 inches high; 14 inches wide 
Chain to order extra 





No. 181 F 
CAST IRON HANGING LAMP 
Lamp 38 inches high; 23 inches wide 
Chain to order extra 
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No. 309 F 


CAST IRON HANGING LAMP 
Body octagonal 
Extreme diameter, 1 foot 134 inches 
Over all height of body, 2 feet 1% inches 
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No. 308 F 


CAST IRON HANGING LAMP 
Ceiling Plate, round, 8 inches diameter 
Octagonal Lantern 
Diameter of body, 10 inches 
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No. 182 F 


IRON LAMP AND BASE 


Lamp 38 inches high, including Base; 
width 17 inches; Base 12 inches diameter; 


This Lamp can be made in Bronze or 
Copper if desired 
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No. 183 F 


CAST IRON LAMP 


With Base for gate posts, entrances, etc. 
Two Sizes 

No. 1. Lamp 45 inches high, including 
Base 58 inches; Base 1734 inches, 
also 24 inches square. 

No. 2. Lamp 36 inches high, including 
Base 46 inches; Base 15 inches, 
also 1734 inches square. 
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No. 184 F 


ORNAMENTAL CAST IRON LAMP 
With Wrought Iron Scroll Base for gate posts, entrances, etc. 


Two Sizes. No. 1. Lamp 47 in. high; width 24 in., including points; total height 64 in. 
No. 2. Lamp 37 inches high; width 21 inches; total height 49 inches 
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No. 185 F 
ORNAMENTAL CAST IRON LAMP 


With Wrought Iron Scroll Base 


Lamp 32 inches high; width 23 inches; total height 56 inches 
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No. 186 F 
CAST IRON LAMP WITH BASE 





Lamp 64 inches high, including Base, 73 
inches; width 33 inches, including points; 
Base 24 inches octagon 
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No. 187 F 
CAST IRON LAMP WITH BASE 


Lamp 40 inches high, including Base 50 inches; width 30 inches; 
Base 20 inches hexagon 
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No. 188 F 
CAST IRON LAMP WITH BASE 


Lamp 32 inches high, including Base 44 inches; width 23 inches; 


Base 20 inches hexagon 
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No. 189 F 
IRON LAMP WITH BASE 
Lamp 37 inches high, including base; width 16 inches 
Base 10% inches Octagon 
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CAST IRON LAMP AND BASE 


Lamp, Hexagon; 45 inches high; total height 58 inches; 
Width across the spikes 19 inches 
Base 10 inches Octagon 
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No. 190 F 


CAST IRON ELECTRIC LIGHT 
HOLDER WITH BASE 


¥ 
9% inches high, not, including 


PREC Ie h a Electric Ball 
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No. 191 F 


IRON ELECTRIC LIGHT HOLDER 
WITH BASE 
17 inches high, not including Electric Ball 
Base 15% inches diameter 
Including Electric Ball and base 
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No. 192 F 


CAST IRON ELECTRIC LIGHT HOLDER WITH BASE 
Also made without wrought iron glass protector 
13% inches high not including Electric Ball 
Base 15 inches square, also 1734 inches square 
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No. 193 F 


CAST IRON ELECTRIC LIGHT 
HOLDER WITH BASE 


Three Sizes 
No. 1. 7 inches high; 
Base 6% inches square 
No. 2. 8% inches high; 
Base Y inches square 
No. 3. 9% inches high; 
Base 11% inches square 





No. 194 F 


CAST IRON ELECTRIC LIGHT 
HOLDER WITH BASE 
Two Sizes 
No. 1. 7% inches high; 

Base 10% inches square 
No. 2. 11 inches high; 

Base 13 inches square 
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No. 196 F 


CAST IRON ELECTRIC LIGHT 
HOLDER WITH BASE 
9 inches high; 
Base 18% inches square 
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No. 195 F 


CAST IRON ELECTRIC LIGHT 
HOLDER WITH BASE 
7% inches high; 
Base 12% inches square 
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No. 197 F 


CAST IRON ELECTRIC LIGHT 
HOLDER WITH BASE 


9 inches high; 
Base 10% inches octagon 





No. 198 F 


GAST IRON ELBCLRIC LIGHT 
HOLDER WITH BASE 
11 inches high; 
Base 12% inches square 
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No. 199 F 


IRON ELECTRIC LIGHT HOLDER 
6 inches high; | 
Base 8 inches square 
Including Electric Ball 











No. 200 F 


CAST IRON ELECTRIC LIGHT HOLDER WITH BASE 
Two Sizes 
No. 1. 19 inches high; Base 24 inches by 24 inches 
No. 2. 23 inches high; Base 28 inches by 28 inches 
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No. 201 F 


IRON ELECTRIC LIGHT HOLDER 
WITH BASE 
30 inches high; 
Base 14 inches by 14 inches 





No. 202 F 


IRON ELECTRIC LIGHT HOLDER 
WITH BASE 
19 inches high; 
Base 12 inches by 12 inches 
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No. 203 F 


IRON ELECTRIC LIGHT HOLDER 
WITH BASE 
26 inches high; 
Base 17 inches by 17 inches 





No. 204 F 


IRON ELECTRIC LIGHT HOLDER 
WITH BASE 


18 inches high; 
Base 10 inches by 10 inches 
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No. 207 F 
IRON PIER LAMP AND BRACKET 


Back Plate 14 inches by 23 inches; 18 inches projection to center of Lamp 
Lamp 32 inches high; width 16 inches diameter at top 
Tablet in cast bronze or iron. Designs and prices furnished on application. 
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No. 208 F 


IRON LAMP AND BRACKET 
Back Plate 6 inches by 6 inches; 8% inches projection to center of Lamp 
Lamp 20 inches high; width 13 inches diameter top 
Any size lamp made to order. Special designs for piers furnished on application. 
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No. 209 F 
IRON PIER LAMP 


Lamp 43 inches high over all; width 22 inches; base 25 inches by 25 inches 
I y 
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No. 210 F 


CAST IRON LAMP AND BASE 
This design lamp was furnished by us for the D. L. & W. R. R. Co. 
and erected on bridge over tracks at Montclair and East Orange, N. J. 
Lamp 72 inches high over all; width 25 inches at top; base 30 inches by 30 inches. 
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Now sl 5B: 


CAST IRON LAMP WITH BASE 
2 feet 75% inches high over all 
Body octagonal 
Base 12 inches square 





No. 314 F 


CAST IRON LAMP WITH BASE 


2 feet 11% inches high over all 
Over all spread of base 1 foot 9% inches 
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No. 313 F 


CAST IRON LAMP WITH BASE 


3 feet 334 inches high over all 
Body octagonal 
Longest diameter 1 foot 6% inches 
Bottom member of base 
1 foot 2% inches diameter 





No. 312 F 


CAST IRON LAMP WITH BASE 


3 feet 6 inches high over all 
Base 16 inches round 
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No. 178 F 
WROUGHT IRON CHANDELIER 


Especially adapted for Churches or Public Buildings 


This is a suggestion and to call attention to the fact that we make 
to order from our own or architects’ designs, 
wrought iron chandeliers 


36 inches diameter; wired complete; ready to install 


This chandelier was made for St. George’s Chapel, Peekskill, N. Y. 
Hewitt & Bottomley, Architects 
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